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25 Auguat 1958 


The Ramo-Wooldridge Corporation 
Los Angeles 45, California 


Dear S4ds: 


Reference is sade to your proposal CMCC Doc, Mo. 151X5.1173 
which revised the existing System 4 spares for Requirement No. 3e 


This proposal has been reviewed by Customer No. 3 and approved 
subject to the deletion of Items 131 and 142 in Equipment Lists 
AAw~X and BBE whitch will be government-furnished. 


Very truly yours, 


25X1A 
Contracting Officer 
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